PROPOSED FIRE SERVICES TARIFFS 2020/21 


ANNEXURE R1 


Services Within Municipal jurisdiction 

Tariff 

2019/20 

Tariff 

2020/21 

1. Major Pumper per hour 

1 138.93 

1 207.26 

2. Medium Pumper per hour 

976.22 

1 034.80 

3. Auxilliary appliance (Skid unit / Hazmat - Rescue vehicle/hour) 

650.82 

689.86 

4. Service Vehicle per hour 

325.41 

344.93 

5. Rescue Involving public safety for humanitarian nature 

Free 

Free 

6. Specialised extinguishing materials 

Cost Plus 35% 

Cost Plus 

35% 

7. Fire Involving informal, domestic structure as per indigenous policy 

Free 

Free 

8. Water deliveries (Emergency internal) 

R13.42/km 
plus water 
charges 

R13.42/km 
plus water 
charges 

9. Fire Levies - Domestic (where fire services are readily available) 

24.40 

25.86 

10. Fire Levy - Non Domestic (where fire services are readily available) 

32.54 

34.49 

11. Fire Availability Levy - Domestic (Where re-action time is greater than 30 
minutes) 

16.27 

17.25 

12. Fire Availability Levy - Non Domestic (Where re-action time is greater than 30 
minutes) 

24.40 

25.86 

13. Compliance certification for flamable substance ( per bulk container/ storage 
areas) 

184.37 

195.43 


A charge per kilometre will be charged depending on vehicle capacity (AA rates). 















































